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Canadian Bridge 


Bulk Carrier - 117,000 d.w.t. 


Summer 1975 


(19/09/1975) 


Captain Grey E.H 
Chief Eng Officer Milligan T.W 





Taylor R.1 2nd Eng Officer Suddick A.C 
Poynder A.J.L 3rd Eng Officer Mounsdon M.R 
Jeffrey R.C 4th Eng Officer Tetlow D.R 
Browne D.G Jnr Eng Officer McCaw D.F 
Burnett A.D Jnr Eng Officer McDonald B.J 
Glover G.F Jnr Eng Officer Eastwood S 
Buckley W Electrical Officer Biggam M.J.E 

C.P.0 Morrison R 

Carpenter Nicholas D.F 
Cook SmithR 
Storekeeper Kirkland D.J 
Winter 1975 
(16/02/1976) 
Captain Routledge J.D 
Chief Eng Officer Twamley D.G 

Morgan A.J.L 2nd Eng Officer Green F.R 
Young R.M 3rd Eng Officer Mcmahon A 
Brough R.W.A 4th Eng Officer Haggerston A 
Fanciulli M.J 5th Eng Officer O'Connell D.M 
Foley B.J Jnr Eng Officer Nesbitt D 
Stacey R.L Jnr Eng Officer Eastwood S 


Carpenter 


C.P.0 Campbell A 
Nicholas D.F 
Cook AdairA 


Storekeeper Kelly J 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 

Purser 


Summer 1976 


(10/09/1976) 


Captain King M.G 
Chief Eng Officer Fawcus F 


Hardy P.S 2nd Eng Officer Curtis L.F 
Jenkinson D 3rd Eng Officer Mounsdon M.R 
Leighton T 4th Eng Officer Pritchard S.L 
Fraser G.J 5th Eng Officer Sowerbutts M.T 
Kitchen N.P Ext 5th Eng Officer Stephenson M 
Stanway P Jnr Eng Officer Black A.E 
Hamer E.P Electrical Officer Dixon R 
C.P.0 Hughes M 
Carpenter Walton J 
Cook Whelan H 
Storekeeper Dodgson P 
Winter 1976 
(23/02/1977) 
Captain Routledge J.D 
Chief Eng Officer Green H 

Raisbeck K 2nd Eng Officer Ratcliffe R 
Moore T.R 3rd Eng Officer Lambert P.W 
McCluskey A.W 4th Eng Officer Morris K.W 
Molloy G.J Ext 4th Eng Officer Carter A.P 
Gray N Jnr Eng Officer Talbot D 
Wade C Electrical Officer Brown J.K 
Morris R 


Bosun_ Lockhart A.K 


Cook Wood J 


Storekeeper Porter T.A 


Autumn 1977 


(13/10/1977) 


Captain Woodfield J.R 
Chief Eng Officer Ashcroft T.S 


Chief Officer Allison J.K 2nd Eng Officer Mounsdon M.R 
2nd Officer Clark C.N 3rd Eng Officer Van Bergen J.J 
3rd Officer Wheatley A 4th Eng Officer Hudson C 
Deck Cadet Wright P.W.J 5th Eng Officer Grundy R.E 
Deck Cadet Hargreaves W.J.M Jnr Eng Officer Wilson P.K 

Radio Officer Lynn L.T Engineer Cadet Ford S.J.F 


Engineer Cadet Taylor D.| 
Electrical Officer Brown G 
C.P.O Schofield R.T 
Carpenter Tweedie J 
Cook Traynor F 
Storekeeper Lavelle J.J 





